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TAGS: ESTC, COCOM, FR, UK, UR 

SUBJECT: ERENCH AND UK SUBMARINE CABLE SYSTEM - IL 1519/26 

REF: A. COCOM DOC (73) 2086 
B. COCOM DOC (73) 2243 

1 REF B, BEING POUCHED IS UK ALTERNATIVE PROPOSAL TO 
ERENCH CASE IN REE A. CABLE TYPES ANDLENGTHS CORRESPOND 
ALTHOUGH UK ALSO SPECIEIES 20 KM OF UNARMORED COAXIAL CABLE 
EOR REPAIRS AND TRANSACTION INVOLVES 81 RATHER THAN 70 
REPEATERS. LOCATION OE CIRCUIT "AT PRESENT UNSPECIEIED." 

2. REE B WILL BE ON AGENDA OF DEC 1 1 COCOM MEETING (LAST 
BEFORE CHRISTMAS RECESS), ALTHOUGH WE HOPE THAT INSTRUCTIONS 
WILL BE RECEIVED HERE ON REE A IN TIME FOR NOV 27 MEETING 
WHICH WILL ALSO COVER REE B, AT LEAST N PRINCIPLE. 

BROWN 
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